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SUBJECT: U.S. SPANISH 1970 AGREEMENT: SOLAR CELL INVENTION 

1 . SPANISH NEWS AGENCY EFE STORY DATELINED WASHINGTON 

16 AUGUST APPEARED IN MADRID NEWSPAPER INFORM ACIONES SAME 
DATE, REPORTING AN INTERVIEW OF PROFESSOR ANTONIO LUQUE. 
POLYTECHNIC UNIVERSITY OF MADRID, WITH DR. MORTON PRINCE 
OF ERDA. THEME OF THE STORY WAS THAT LUQUE HAS INVENTED 
A BIFACIAL PHOTOVOLTAIC CELL, THAT THE USG WAS INTERESTED 
IN COOPERATION WITH SPAIN IN SOLAR ENERGY AND THAT LUQUE 
PLANNED TO CONSTRUCT A PILOT SOLAR ENERGY PLANT, BASED ON 
SOLAR CELLS, USING PRIVATE CAPITAL. 

2. PREVIOUS STORIES IN MADRID NEWSPAPER HAD REFERRED TO 
THIS INVENTION. DEPARTMENT SHOULD BE AWARE THAT PART OF 
LUQUE'S WORK ON THE DEVELOPMENT OF PHOTOVOLTAIC CELLS WAS 
IN COOPERATION WITH CASE WESTERN RESERVE UNIVERSITY USING 
GRANTS FUNDS PROVIDED BY THE NATIONAL SCIENCE FOUNDATION 
TO CASE UNDER THE TERMS OF THE 1970 U.S. SPAIN AGREEMENT 

FOR FRIENDSHIP AND COOPERATION. 

3. THERE MAY BE A QUESTION ABOUT USG PATENT RIGHTS TO 
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LIMITED OFFICIAL USE 

PAGE 02 MADRID 06100 171006Z 

THIS INVENTION IF IN FACT ANY APPRECIABLE PART OF 
LUQUE’S WORK ON IT WAS SUPPORTED BY GRANT FUNDS. 

EMBASSY FF.ET.D THAT NSF SHOULD INVESTIGATE PROMPTLY 
AND ADVISE DEPARTMENT OF ITS FINDINGS. STABLER 
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